MOUNT CARMEL, DORA, AND C^ESAREA.
edifice; and near it another building with a
pointed arched gateway leading through it.
Over the fifth bastion still remains the portion
of a covered passage with an arched door of
entrance into it, and close by another pointed
arched window in the upper wall of the fort*
Near this we saw on the out side, a large
stone ring, or hollow circle, now broken in
two, resembling the hollowed ^bases of columns
used over the mouths of the ancient cisterns
at Alexandria, and no doubt once applied
to the same purpose here. Over the seventh
bastion are remains of a still larger mass of
building than those seen before, though now
much broken; and here a wall ran across the
ditch, the arched door of which wall is still per-
fect, though a piece of the wall itself seems to
have been separated, and is now laid up against
the original mass like a broad plank* In the
northern division of the ditch, close by this
door, is seen a flight of steps leading up
from the ditch to the fort. Between the eighth
and ninth bastion, the remains of the upper
wall has arched windows in it; which, with
the fragments seen elsewhere, lead to a sup*
position that they ran all around the fort.
The tenth bastion forms the south-east angle,
and nearly opposite to it we saw the shaft, of a
grey granite column, and several pieces both of